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CABLES: 
me 5399 USED ON 115386 ASSEMBLY 
we 115400 USED ON 115387 ASSEMBLY 
ALL sTRAPS *20 BARE WIRE 


TERMINAL BLOCKS ARE WIRED ON THE SIDE NEAREST THE JACK STRIP. 
JACK STRIPS ARE VIEWED FROM THE REAR. 


115386 ASSEMBLY !S USED WITH THE SECO PRIMARY CONTROL UNIT AND WITH THE SINGLE- 
CIRCUIT SECO SECONDARY CONTROL UNIT. 


115387 ASSEMBLY IS USED WITH THE TWO-CIRCUIT SECO SECONDARY CONTROL UNIT. 
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SINGLE SWITCHING PANEL ASSEMBLY 115386 
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DOUBLE SWITCHING PANEL ASSEMBLY 115387 
NOTE 5 WIRING DIAGRAM 


SECO SYSTEM 
SWITCHING PANEL 
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115386, 115387 
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